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7/20/2015 


Final Accreditation Decision Letter 


Director: James N. Anasti M.D. 

Thank you for participating in this important quality assurance and patient safety process administered by the American 
Association for Accreditation of Ambulatory Surgery Facilities. The following report contains information relevant to the 
conclusion your recent accreditation survey process including your facility accreditation demographic information, 
accreditation decision, and recent survey history. Please note that AAAASF requires that all standards be met in order to 
achieve accreditation and that 100% compliance must be maintained at all times. AAAASF reserves the right to conduct 
additional surveys to validate the findings of previous surveys and to ensure continued compliance with 
standards. 


Attached you will find a report containing ail of the deficiencies cited during the accreditation survey along with the 
corrective action plans submitted to AAAASF. The Final Accreditation Decision based on the findings and corrective action 
taken in response to your recent survey process is Full. 

Survey Details Below 
Survey: 12107 


Program AAAASF Procedural 

Facility Number: 

4649 

DBA; 



Mailing: Planned Parenthood Keystone 

Survey Type: 

Full Accreditation Survey 

29 North 9th Street 

Request Type: 

Re-Survey 

Allentown, PA 18101 

Survey Begin: 

7/15/2015 

United States 

Survey End; 

7/15/2015 

Accreditation Decision; Full 

Expiration Date; 

7/30/2018 


Follow-up Method; 



Plan of Correction Time Frame: 

Recertification Survey Information: 

Effective Date of Accreditation; 7/30/2015 


Facility: 4649 
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7/20/2015 


Final Accreditation Decision Letter 


Recent Survey History: 



Survey 

Survey Description 

Survey Type 

Deficiencies 

3822 

Full Accreditation Survey 

Initial 

0 

12107 

Full Accreditation Survey 

Re-Survey 

0 


Corrected Decision 
Full 
Full 


Facility: 

Planned Parenthood 29 North 9th Street Allentown, PA 18101 United States 

Keystone 


Sincerely, 



Thomas S. Terranova, MA 
Director of Accreditation 


Facility; 4649 
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